Greater Naples Fire Rescue District 


PRESS RELEASE 

KINGMAN SCHULDT, FIRE CHIEF_FOR IMMEDIATE RELEASE 

Contact: Nicole Chesser, Office of the Fire Chief February 16, 2016 

Tel: (239) 348-7540 Email: nchesser@gnfire.org 

Awards and Recognition Ceremony 



Greater Naples Fire Rescue District (GNFD) held its Inaugural Awards and Recognition Ceremony in the 
apparatus bays of Station 73 on February 12, 2016. The evening featured the first appearance of the 
GNFD Honor Guard along with a powerful message delivered by Keynote Speaker, Miami-Dade Fire 
Chief Dave Downey. Over 50 members were recognized for their accomplishments during the event. 
Some of the highlighted awards were the Fire Chief’s Values Award which was presented to 
Driver/Engineer Tony Palermo, Firefighter of the Year was presented to Lieutenant Brandon Bunting and 
Civilian Employee of the Year was presented to Administrative Assistant Michele Packard. 



FF of the Year- Lt. Brandon Bunting 


Civilian Emp. of the Year- A A Michele Packard 



GNFD Honor Guard 



Fire Chief’s Values Award- DE Tony Palermo 


If you would like more information regarding this topic, or to schedule an interview, 
please contact the Greater Naples Fire Rescue District Headquarters. 
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